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TAGS: BEXP, IR 

SUBJECT: INSTRUMENTS AND CONTROLS, SEPTEMBER 12-25. 

REF: TEHRAN 7088 

SIX COMPANIES WILL PARTICIPATE IN THE SAMA SEMINAR. 

TITLE OF PAPERS AND PARTICIPATING COMPANIES ARE AS 
FOLLOWS: 

1. PERKIN-ELMER - TWO PAPERS 

-A. DESIGN AND ANALYTICAL PERFORMANCE OF MODERN GAS 
-CHROMATOGRAPHS. PRESENTED BY DR. P. L. BERTOLACCINI 

~B. OPTIMIZATION OF INSTRUMENTAL ELECTRONICS FOR USE WITH 
-FLAMELESS AA SAMPLING DEVICES. PRESENTED BY MR. N.E. 
-ODDO 



2. GILFORD INSTRUMENTS - ONE PAPER 

- STANDARDIZATION OF TEMPERATURE. ABSORBANCY, AND WAVE- 
-LF.NGTH MEASUREMENTS IN ULTRA VIOLET- VISIBLE SPECTRO- 
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-PHOTOMETRY. PRESENTED BY MR. MARC MENARD 
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3. ORTEC - THREE PAPERS (20 MINUTES EACH) 

-A. MULTIELEMENT ANALYSIS OF PORTLAND CEMENT AND RAW 
-MIX WITH ENERGY DISPERSIVE X-RAY SPECTROMETER. 

~B. SULFUR AND TRACE ELEMENT ANALYSIS OF CRUDE AND 
-INDUSTRIAL OILS USING TUBE EXCITED X-RAY FLUORESCENCE 
-ANALYSIS. 

~C RAPID AND SIMULTANEOUS ANAYSIS OF GEOLOGICAL 
-MATERIAL FOR MAJOR AND TRACE ELEMENTS USING TUBE EX- 
— CITED X-RAY FLUORESCENCE. 

-PRESENTED BY R. SCROGGS AND DR. J. COOPER 

4. LABORATORY DATA CONTROL - ONE PAPER 

-MODULAR COMPONENTS AND BASIC PRINCIPLES OF LIQUID 
-CHROMATOGRAPHY. 

- PRESENTED BY H. RODMAN SMITH. 

5. SPEX INDUSTRIES - ONE PAPER 

-THE SPEX RAMALOG AND RAMACOMP LASER-RAMAN SYSTEMS 
-(LENGTH ONE HOUR ) 

-PRESENTED BY REINHART WORBS 

6. DUPONT - ONE PAPER 

-MULTI-INSTRUMENT APPROACH TO PETROLEUM ANALYSIS; GAS 
-CHROMATOGRAPHY, MASS SPECTROMETERY; LIQUID 
-CHROMATOGRAPHY; THERMAL ANALYSIS, ELECTRON SPECTRO- 
-SCROPY. KISSINGER 
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